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In   communicating  about  work  in  this  catalog,  please  address  DEPT.  F. 


We  also  have  separate  departments  devoted  to 

ORNAMENTAL  IRON 

WIRE 
BRONZE  AND  BRASS 

WORK 


STRUCTURAL  IRON  WORK 

BEAMS,  CHANNELS,  ANGLES,  PLATES 

PLAIN,  PUNCHED  OR  FABRICATED 


The  New  Columbia  Flush  Hinge  and  Handle,  Wrought  Steel  Dia- 
mond Pressed  Top,  Sidewalk  Doors, 
Say  to  Every  Pedestrain, 
"You   Can  Walk  Over   Me   In  Safety." 


IF  IT  IS  MADE  OF  IRON,  WIRE, 

BRASS  OR  BRONZE,  FOR  BUILDINGS, 

W^RITE  US. 

1^       Every  subsequent  page  contains  \'aluable  information 
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Introduction  to  Architects 

We  have  issued  this  catalog  of  FIRE-ESCAPE  VIEWS,  for  a  ready  and 
convenient  reference  to  shoAv  the  construction  and  general  appearance  of  the 
standard  Ohio  fire  escapes. 

Few  buildings  of  importance  are  erected  that  do  not  require  a  fire  escape, 
which  is  included  in  the  estimate  of  the  cost  of  the  building,  and  we  would  be 
pleased  to  have  you  specify  such  style  as  may  be  required  and  as  shown  in  this 
catalog. 

To  secure  prices  or  estimates,  see  directions  given  in  the  last  three  para- 
graphs on  page  six  of  this  catalog,  or  send  us  drawings  indicating  the  windows 
to  be  taken  in  by  fire  escape,  mentioning  the  style  required;  and  we  will  submit 
scale  drawings  with  accurate  price. 

The  Columbia  Iron  &  Wire  Works  Co., 

Canton,  Ohio. 


Introduction  to   Contractors  and  Builders 

This  catalog  will  be  of  service  to  you  in  securing  our  prices  to  include  in 
your  estimates  where  fire  escapes  are  required. 

By  following  directions  in  the  last  three  paragraphs  on  page  six  you  can 
secure  at  least  an  approximate  price.  But  in  all  cases  where  conA'cnicnt,  we 
would  prefer  to  have  you  send  us  drawings  upon  which  to  base  our  estimate. 

We  can  assure  you  that  as  a  matter  of  economy  it  will  be  to  \'our  ad\antage 
to  secure  our  estimates  not  onl\'  on  fire  escapes  but  on  an>"  other  iron  work 
required. 

We  respectfully  solicit  your  inquiries.  It  shall  be  our  endeavor  to  secure 
your  business. 

The  Columbia   Iron  cv  Wire  Works  Co., 

Canton,  Ohio. 
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No.  1.  "A"  Standard  Fire  Escape,  With  Counter 
Balanced  Ladder 


The 

Factor  of 

Safety  of 

Ohio 

Specification 

Fire 

Escapes 

exceeds 

that  of 

any  other 

State. 


No.  3.    "A"  Standard  Ornamental  Fire  Escape  with  Counter 
Balanced  Stairs 


Designs  jVo.  3  and  4  represent  ornamental  fire 
escapes.  They  can  be  made,  if  desired,  with  solid 
floors  for  the  comfort  and  convenience  of  tenants. 
We  design  and  make  ornamental  fire  escapes  upon 
request,  t^o  mply  in  all  r- ^pects  to  your  State  and 
mun'dpa        .v's. 


.#    > 


I 
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No.  2.   "A"  Standard  Fire  Escape,  With  Counter 
Balanced  Stairs 


No.  4  "Special"  Ornamental  Fire  Escape 
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Introduction  to  Dealers 

In  presenting  you  this  catalog  of  FIRE-ESCAPE  X'lEWS,  it  has  been  our 
purpose  to  so  arrange,  in  a  plain  and  simple  way,  a  method  by  which  approximate 
measurements  can  be  sent  us,  that  estimates  can  be  sul)mitted  close  enough 
that  >ou  may  secure  any  business  along  this  line  in  your  vicinitx'. 

We  are  positive  that  a  little  time  spent  in  working  up  trade  in  our  line 
will  l)e  as  remunerative  to  you  as  \()ur  general  line  of  business,  and  on  all  orders 
of  sufficient  size  or  quantity,  we  will  send  a  representative  to  verif\-  measure- 
ments and  secure  any  other  information  necessary.  We  would  ask  therefore, 
that  you  retain  this  catalog  for  future  use,  for  you  can  rest  assured  you  will 
ha\'e  an  opportunity  of  quoting  prices  on  work  contained  herein. 

A  little  thought  and  investigation  as  to  the  kinds  of  work  required  in  your 
vicinity  in  our  line  will  prove  to  you  that  each  year  there  is  more  or  less  being 
sold  through  some  party  or  other,  and  it  might  as  well  be  yourself. 

We  give  you  the  benefit  of  all  traveling  expenses  saved  in  securing  busi- 
ness through  you,  which  item  alone,  will  enhance  your  profits  quite  materially. 

Heretofore  we  have  taken  care  of  our  business  through  our  representa- 
tives traveling  direct  from  our  office,  but  for  the  future,  we  will  establish  agen- 
cies in  every  city  in  the  United  States,  and  we  hope  that  you  will  be  sufficiently 
interested  to  write  for  our  terms. 

TO  SECURE  PRICES  on  any  of  the  fire  escapes  herein  shown,  it  is  unl\- 
necessary  that  measurements  be  filled  in  between  the  darts,  or  arrows,  shown 
on  the  view  of  the  proper  st},ie  fire  escape  that  may  have  been  ordered  b\"  the 
State  department,  or  as  desired  by  the  purchaser. 

Cut  out  the  sheet  and  return  to  us.  Or,  if  none  of  the  views  cover  \our 
requirements,  the  enclosed  measurement  blank  can  be  filled  out  as  directed 
thereon,  and  returned  to  us  for  estimate. 

Any  quantity  of  these  measurement  blanks  that  ma\"  be  required,  will  be 
furnished  to  dealers  or  agents  up(jn  request. 

Yours  truh', 

The  Columbia   Iron  &  Wire  Works  Co., 

Canton,  Ohio. 


Each  succeeding  i)agc  contains  valuable   informalioii.      Do   not    takt'  our 
word  for  it,  but   pro\e  it  for  yourself. 
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No  man  should 
retire  in  a 
strange 
hotel  before 
looking  up 
the  avenues 
of  EXIT 
leading  to 
the  FIRE 
ESCAPES 


No.  5  "A"  Standard  Fire  Escape  With  Stationary  Stairs  to  the  Grade 


f 


"A"  SPECIFICATION  FIRE  ESCAPES 
are  used  on  TENEMENT  BLOCKS, 
HOTELS,  OFFICE  BUILDINGS,  FAC- 
TORIES, etc.  Platforms  where  stairs  start 
and  land  are  45  inches  wide.  Platforms 
between   these   points  are  21    inches  wide. 

Stairs  have  8-inch  rise  and  S-inch  tread, 
24  inches  wide. 

Platforms  are  supported  on  brackets 
bolted  through  the  wall.  No  expansion 
bolts  used.  OHIO  FIRE  ESCAPES  are 
of  angle   iron   construction. 

The  strongest  for  the  least  weight. 


A 


No.  \     otan-laiu     ;rc     -cape  with  Slide  Ladder  10  Feet 

iroTT   I  'le  Grade 
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Introduction  to  the  Consumer 
or  Purchaser 

This  catalog  of  FIRE-ESCAPE  \'IEWS  is  to  enable  >ou  to  comprehend 
the  general  style  and  construction  of  the  various  types  of  fire  escapes  required 
by  law  to  be  erected  on  the  different  kinds  of  buildings,  and  as  ordered  and 
inspected  by  the  Industrial  Commission  of  Ohio;  and  also  in  case  we  have  no 
agents  or  representatives  in  your  \  icinity,  to  give  you  a  convenient  method  by 
which  you  can  furnish  us  measurements  so  that  we  can  make  drawings  to  scale 
and  submit  you  estimates  and  thereby  eliminate  all  tra\'eling  expenses  which 
amount  we  deduct  from  our  price.     (It's  your  gain.) 

As  each  view  indicates  by  letter,  the  kind  and  style  of  the  fire  escape,  you 
can  readily  determine  how  the  work  will  look  Avhen  placed  on  your  building. 
See  page  one. 

Note  on  page  six,  hoAv  to  secure  our  prices,  contained  in  the  last  three 
paragraphs. 

However,  should  your  order  be  a  large  one  or  you  are  not  in  a  position  to 
send  us  the  proper  measurements,  we  will  be  pleased  to  send  a  representative 
to  take  exact  measurements  and  submit  you  a  proposal  upon  request. 

It  is  absolutely  to  your  advantage  to  place  your  order  with  us,  for  the 
following  reasons: 

Because  we  are  the  only  concern  ha\ing  a  separate  department  devoted 
exclusively  to  the  manufacture  of  fire  escapes. 

Because  our  plant  is  equipped  with  special  machinery  adapted  to  this 
class  of  Avork,  which  enables  us  to  turn  out  better  work  and  more  speedily. 

Because  we  have  had  over  twenty-two  years  of  experience  without  cessa- 
tion, with  the  same  class  of  men,  which  enables  us  to  furnish  you  better  work 
than  concerns  who  make  a  fire  escape  only  occasionally. 

Because  our  motto  is  that  if  a  fire  escape  is  worth  building  at  all,  it  is  worth 
building  right. 

Because  we  use  the  best  material  obtainable  for  this  class  ot  work.  Ha%e 
experienced  erectors,  which  is  very  essential,  so  there  ma\-  be  no  cause  tor  acci- 
dent after  the  work  is  up,  or  unnecessary  defacing  of  a  l)uilding,  usualK-  caused 
by  inexperienced  erectors. 

The  Columbia  Iron  lS:  Wire  Works  Co., 

Canton,  Ohio. 


When  a  firm  can    KEEP   customers   continuall\    tor    t\\ent\-two   years, 
There's  a   Reason— "SATISFACTION." 
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We  contract  and 
guarantee  to  make  and 
erect  our  fire  escapes 
strictly  in  accordance 
with  specifications  and 
orders  issued  by  The 
Industrial  Commission 
of  the  State  of  Ohio,  or 
any  other  State. 

This  fact  should 
be  an  inducement  to 
every  purchaser,  to 
place  his  order  with 
us. 

THE 
COLUMBIA  IRON  & 
WIRE  WORKS  CO., 

Canton,  Ohio. 


[No.  7.     ••A"  Standard  Fire  Escape  With  Counter  Balanced  Stairs 
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BUY  FROM  THOSE  WHO 
HA\T  STOOD  THE  TEST,  AND 
YOU  ARE  REASONABLY  CER- 
TAIN OF  RECEIVING  THE 
HIGHEST  QUALITY  THAT 
YEARS  OF  EXPERIENCE  AND 
EFFICIENCY    CAN    PRODUCE. 

READ 

'TACTS    AND    FIGURES" 

Next  Page. 


■*      "A"   Standard  Fire  Escape  With  Counter  Balanced  Ladder 


10  THE  COLUMBIA  IRON  AND  WIRE  WORKS  CO.,  CANTON,  OHIO 


Facts  and  Figures  about  Fires 

LOSS  OF  LIFE  AND  WASTE  OF  PROPERTY.    THE  PEOPLE  OF  THE 

UNITED     STATES     PAY     PREMR'MS     OX     ABOUT    THIRTY-FIYE 

BILLION    DOLLARS    OF    PROPERTY. 


TWO  HUNDRED  AND  FIFTY  MILLIONS  IN  CASH  YEARLY  GOES  UP  IN  SMOKE 


Form  a  mental  picture  of  a  street  extending  from  New  \'ork  to  Chicago, 
lined  with  residences  on  both  sides,  on  lots  having  about  a  60-foot  frontage,  the 
buildings  alone  representing  a  cost  of  tn'o  hundred  and  fifty  niill ions:  and  behold 
on  this  mental  picture  every  thousand  feet  an  injured  person  taken  from  a  build- 
ing; and  ever\-  three-fourths  of  a  mile  the  charred  remains  of  a  person  burned  to 
death.  The  entire  street  in  perfect  desolation,  a  pile  of  charred  ruins,  and  you 
have  a  vivid,  concentrated  mental  picture  of  the  fire  destruction  in  the  L'nited 
States,  for  the  SHORT  PERIOD  of  ONE  YEAR.  Yet,  we  hear  people  tell 
us  occasionalh'  that  they  will  never  have  a  fire,  and  that  there  is  no  clanger. 
Nevertheless,  the  fire  danger  lurks  constantly  about  cit}-  buildings  in  some 
shape  or  other,  and  ahvays  occurs  at  times  and  places  least  expected. 

The  fire  waste  in  cash  for  one  year  in  the  l'nited  States  would  build  ten 
Lincoln  Highways  mainly  of  concrete,  from  New  York  to  San  Francisco,  3,400 
miles  or  an  aggregate  of  34,000  miles,  or  in  other  words,  nearly  one  and  one-half 
times  around  the  globe.  (The  entire  loss  through  fires  yearly  in  the  United  States 
equals  one-half  the  cost  of  the  buildings  erected  during  the  same  time.) 

Unless  one  has  been  an  eye  witness  of  a  great  fire  disaster,  we  are  wont  to 
forget  the  lessons  of  the  past;  and  in  lieu  of  the  fact  that  few  people  stop  to 
consider  this  great  waste  of  life  and  property-,  few  know  that  the  loss  of  life  on 
account  of  fires  in  the  aggregate  amounts  to  thousands  each  year  and  many 
thousands  more  are  injured. 

Science  can  diminish  and  appliances  check  fires,  but  they  ne\er  can  be 
entirely  prevented.  From  the  beginning  of  time,  fire  has  been  our  GOOD  servant 
but  BAD  master. 

Insurance  may  reimburse  the  propert}"  loss  suffered  by  fire,  but  it  can 
never  restore  a  single  life  the  fire  has  taken. 

A  fire  escape  should  be  built  for  an  exit  or  escape  during  the  time  of  fire, 
not  for  a  storage  rack.  A  door  leading  to  a  fire-escape  platform  is  useless  unless 
it  swings  out  and  is  supplied  with  a  Columbia  double  acting  PUSH  FIRE  EXIT 
DOOR  BOLT. 

The  appalling  calamities  during  recent  years,  caused  b},-  panic  during  the 
time  of  fire  and  in  which  thousands  have  lost  their  lives,  were  caused  simply 
by  lack  of  free  and  sufficient  exits. 

By  exits  should  be  meant  a  free,  easy  and  accessible  outlet  to  fresh  air,  and 
not  through  long  dark,  closed  tunnels  built  in  the  form  of  stairways. 

A  fire-proof  building  is  but  a  large  furnace  filled  with  fuel.  Fire  starts  and 
spreads  rapidly  and  stores  up  the  heat.  It  cooks,  consumes  all  the  oxygen  and 
destroys  all  the  life  within.  In  short  a  crematory,  returning  the  human  body 
from  whence  it  came,  dust  and  ashes.  It  is  therefore  absolutely  necessary  to 
save  human  life,  to  equip  all  buildings  with  proper  exits  and  fire  escapes  such 
as  are  specified  by  The  Industrial  Commission  of  the  State  of  Ohio,  which 
by  comparison  with  those  specified  by  other  States,  ha\e  been  conceded  to 
be  far  superior  in  every  respect.     Yours  trul\-, 

The  Columbia  Iron  tS;  Wire  Works  Co., 

J.  E.  Raber,  President. 
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It  is  just  as 
m  u  c  h  (Hir 
DUTY  to 
PROTECT 
the  LIX'ES  of 
our  children 
as  it  is  to  feed, 
clothe  a  n  d 
educate  them. 
T  h  e  >•  look 
happy  because 
t  h  e  >'  feel 
SAFE. 


No.   9.      "B"   Standard   Fire   Escape 

"B"  SPECIFICATION  ESCAPES  are  used  on  Theaters,  Schoolhouses,  City  Buildings  and 
also  on  Factories.  The  platforms  arc  44  inches  wide  and  the  stairways  42-inchcs  wide,  with  a  7-inch 
rise  and  10-inch  tread,  which  are  supported  on  brackets  bolted  through  the  wall.  Also  make  a  strong, 
cheap  outside  stairs. 


No.    10.     "B"   Standard  Fire  Escape 
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No.  11.    "B"  Standard  Fire  Escape  With  Return  Stairs 


On  account  of  the  constant 
change  of  the  cost  of  labor  and 
material,  distance  and  size  of 
the  work,  and  other  local  con- 
ditions, it  is  impossible  to  give  a 
standard  price  on  fire  escapes. 
Therefore,  in  justice  to  the  con- 
sumer, as  well  as  ourselves,  we 
ask  that  the  measurements  ac- 
cording to  previous  directions 
gi\en  in  the  last 
three  paragraphs  of 
page  six,  be  sent  us, 
which  will  enable 
you  to  secure  thi' 
best  price  obtainable. 
It  this  cannot  be 
done,  ask  to  ha\c" 
(I  u  r  reprt'sentalix'e 
call. 


No.    12.     "B"   Standard   Fire  Escape 


THE  COLUMBIA  IRON  AND  WIRE  WORKS  CO.,  CANTON,  OHIO 


13 


9a^A^ 

Our  superior  equipment, 

buying 

in  large  quantities, 

and   for 

cash  enables  us  to 

produce 

work  at  the  lowest 

possible 

cost. 

f 


We  sell 
fire  escapes 
for  what 
it  costs 
our  com- 
petitors 
to  make 
them. 


^■•i^ 


h^ 


No.   13.     "B"  Standard  Fire  Escape  With  Return  Stairs 


No.  14.     Combination  "A"  and  "B"  Standard  Fire  Escape 
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No.  15.    "C"  Standard  Parallel  Fire  Escape  With  Return  Stairs 

^^  "C"  SPECIFICATION  ESCAPES  arc  used  on 
,.  Schoolhouses,  Theaters  and  other  pubHc  buildings. 
.  Run  [parallel  or  at  right  angles  to  the  building.  When 
'.  parallel,  they  have  platforms  6  feet  wide,  with  stair- 
.ways  42  inches  wide,  with  7-inch  rise  and  lO-inch 
;  tread,  and  the  entire  escape  supported  from  the  ground 
with  angle  iron  truss  work,  set  on  concrete  foundations. 


No.  16.  "C"  Standard  Parallel  Fire  Escape 


"C"  escapes  rumiing  at  right 
angles  to  the  building,  arc  con- 
structed the  same  as  parallel, 
except  that  the  jilatforms  are 
but  42  inches  in  width. 


No.  17.    "C"  Standard  Parallel  Fire  Escape 


No.   18.   "C"  Standar'i  '  '       '"  rape  Straight    vway 
or  Pi,,. it  .v.io'C 


J         .Oi. 
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No.   19.      "C"  Standard  Parallel  Fire  Escape 


No. 


' ""  Standaru  Parallel  Fire  Escape 
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rne  columujj^  iron  e  w/, 


"D"  SPECI- 
FICAT I O  N 
ESCAPES  are 
used  on  School- 
houses,  Infirm- 
aries, Asykmis, 
and  other  puh- 
Hc  huildini^s. 
Are  Ijuilt  in  the 
form  of  a  tower 
anil  supported 
o  n  c  o  n  c  r  e  t  e 
toundations  set 
about  <S  feet 
away  from  the 
huildinii,  c  o  n  - 
n  e  c  t  i  n  y    each 


No.  22.    "D"  Standard  Fire  Escape 


floor  to  the  tower  with  a  bridge  about  42  inches  in 
width.  Stairways  are  42  inches  wide  and  ha\"e  a  7-inch 
rise  and   10-inch  tread. 

Platforms  at  starting  and  landing  of  stairs  arc  S  feet 
4  inches  long,  and  about  oO  inches  in  width. 


No.   21.      "D"   Standard   Fire   Escape 


jVo.  30  represents 
HOTEL  PORTICO 
AND  FIRE  ESCAPE 
combined,  from  seccMid 
floor  of  theater. 

We    design    and    build 
]:ortic<:es    and    marquises 
for    (healers,    hotels    and 
other     buildings     w  hert' 
desired. 

For  prices  send  length 
and  width  w.uited  and 
gi\e  lu'ight  b-oni  side- 
walk to  \\\v  lloor  lc\cl. 


No.  30.    Portico  and  Fire  Escape 
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KW 


No.  31  represents  a  stairway 
from  an  exit  of  moving  picture 
shcnv. 

It  is  6  feet  wide  and  has  con- 
crete  treads   and    landins>'   floor. 

We  design  and  build  all  kinds  (jf 
inside  or  outside  stairways,  and 
furnish  estimates  from  architect's 
designs  or  designs  submitted  us 
by  the   purchaser. 


m 


No.  31.    Iron  Stairs 


For  price,  fill  in  measurements  between 
arrows. 

Cut  out  and  return.  See  page  6,  last 
three  paragraphs. 


If  you  are  building  a  new  building,  send  us  your 
plans  for  estimates  on  the  general  iron,  wire,  brass  or 
bronze  work  as  well  as  fire  escapes. 


' '■" / 


'" '  ■ ■.ii'..ii..j] 


I'l ' ' 'II' '■■' niuMLIJLiiiii 


^A^ 

For 

a  cheap,  light  iron 

stairs 

for  either  inside  or 

outside  u.se.  No.  32  makes 

a    strong    and    durable 

stairs. 

For 

price  send  measure- 

ments 

of    run    and    rise, 

stating  width  you  desire 

stairs, 

also  length  of  plat- 

form 

f  required. 

mm^ 

No.  32.    Iron  Stairs 
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♦tfirriiirri-ii'y^T''"'^"' 


TH£  COLUMBIA  mON  €  W/fi£  WORKS    CO. 
CANTON.  Ohio 


CA  TES   CL  OSED  AND 
L  OCKED  FOR  NICH  T  USE 


No.  il.     Folding  and  Sliding  Gates  Closed 


r 


GATES  OPEN  AND 
L  OCKED  FOR  DA  Y  USE 


We  ni  a  n  II  f  a  c  t  u  r  c 
tulding  gates,  sliding 
gates  and  division  rail- 
ings for  various  pur- 
poses. 

Designs  on  this  page 
show  lolding  gate  lead- 
ing to  stairway  of  a 
jiulilir  school.  The 
sliding  gate  and  parti- 
tion rail  and  folding 
gate  are  used  for  the 
l^urpose  of  keeijing  out 
intruders  at  night,  and 
other  times  when  the 
school  is  not  in  session. 

The  sliding  gates 
have  anti-friction  roller 
bearing  hangers.  The 
track  is  entirely  cov- 
ered and  protected 
trom   the  weather. 

The  construction  of 
our  lolding  gates  is 
superior  to  any  on  the 
market. 

For  prices  send 
measiu'ements  as  indi- 
cat(_'(l  liy  arrows.  Lo-wer 
clU  shows  tile  tokling 
gate  fcjlded,  s  w  u  n  g 
liack  and  locked  to  the 
wall.  The  sliding  gate 
o])en  and  locked  so 
there'  can  lie  no  man- 
il)iilalion  ol  the  gates 
1>>  the  pupils.  rhe\' 
ha\i'  proxen  highly 
t-n'-'  "'"'"''.ctorv. 


No.  .^4.    Folding  and  Sliding  Gates  Open 
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No.  35.     Wall  and  Stair  Hand  Rail 


^AK 

jVo.  35   represents    a 

uall 

and 

division 

railing    for    wide 

stai 

rs    in 

any  publ 

ic  Ijuiiding.     They 

are 

ver\' 

economic 

al.      Price  depend 

ing 

upon 

the    nuni 

l)er    of    uprights 

or 

posts 

rcciuired. 

Send  sketch  with 

mea 

sure- 

ments  of 

rise  and  run,  for 

estimate. 

TOf  COLUrfBiA  IfiON  i  fumt  vroHns  CO      ^' 


jVo.  36  represents  area 

raihng   for 

schoolhouses. 

churches  or 

other  public 

buildings. 

The    same 

railing     is 

adapted     for 

\arious    uses.      For   price 

give    rough 

sketch    with 

dimensions, 

stating 

height  it  is 

desired  from 

the  ground 

or  floor. 

No.   36.     .Vrea  Rail 


a 


r_i 


3 


JHECOLUMBlA  IHON  6  WIRE  WORKS  0> 

CANTON,    O 


rc] 


>r*=^»^ 


-I     '.1 


^ 


o 


[gi 


Vo     V. 


'icket  Ofl.ce  Rail 


Q 


Q 


J^^ 


J^O.  37  repre- 
sents a  railing- 
placed  in 
front  of  a 
ticket  office 
or  in  places 
where  it  is 
desired  to 
direct  the 
jDCople 
through  a 
certain  exit. 
For  price 
send  sketch 
with  measure- 
ments and 
height  desired. 
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N9I  STANDARD 


No.  38.     Iron  Ladder      No.  38A.     Iron  Ladder 


No.  40 
Fire  Extinguisher 


Protect 

>our 

li\'es 

and 

propert)' 

and 

lower 

your 

insuraiu't' 

rate. 


The  Columbia  Extinguisher. 

Always  ready,  none  better. 
Only  $10.00. 
F.O.B.  cars,  Canton,  Ohio. 


No.  38  represents  a  straight 
wall  ladder  from  a  door  or 
window  to  the  grade.  Xo. 
3SA  represents  a  ladder  from 
an  upper  balcony  to  the  roof. 
These  can  be  made  any  length 
desired. 

For  price  fill  in  the  measure- 
ments between  the  darts.  Cut 
out  and  send  us  the  cut. 


No.  39  wrought  iron  bracket 

is  made  for  any  width  lialcony 
floor  desired. 

Price  each  for  4.'i-inch  bal- 
cony, $6.50.  Plain,  with  brace 
instead  of  scroll,  $5.00. 

It  all  iron  Ijalconies  and 
railings  are  desired,  send  di- 
mensions for  price  and  design. 


Trip  Signal  Gong.  Pulls 
either  up  or  down,  and  from 
any  angle.  Has  various  uses, 
especially  adapted  for  fire 
alarm  purposes  for  school - 
houses  and  public  institutions. 
Steel  gong  shell,  nickel-plated; 
base,  black  japan ;  bronze  ham- 
mers and  levers.  Gong  is 
furnished  with  lever  on  the 
right  side  as  shown  in  cut,  but 
can  be  furnished  on  the  other 
side. 


Dia. 

Price 

Dia. 

Price 

3  in. 

$  .80 

9  in. 

$  4.00 

4  in. 

.90 

loin. 

5.00 

5  in. 

1.00 

12  in. 

S.OO 

(i  in. 

1.50 

14  in. 

12.00 

7  in. 

2.00 

Klin. 

IG.OO 

S  in. 

3.00 

IS  in. 

IS.OO 

State  number  wanted  and  get 
our  discount. 


No.  41.    Trip  Signal 
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No.  42 

PANIC  EXIT  DOOR 
BOLT 

F(jr  Schuulhouses, 
("luirc'lu's.  Theaters,  Pub- 
lic    Halls     a  n  d     o  t  h  e  r 


buildings. 


We  issue  a  separate 
and  distinct  booklet  de- 
scribing this  bolt,  Avith 
price  list. 

\\'e  would  therefore  ask 
that  interested  parties 
write  for  our  l^ooklet, 
"The  New  Wa},"  fulh' 
describing  this  bolt. 


G  lie 


No.  42.    Panic  Exit 
Door  Bolt 


No.  43.     Panic- 
Exit  Door  Bolt 


JVo.  43 

Represents  a  dealer's 
>ani])le,  mounted  on 
electro-plated  steel,  2^2 
X  2.3  inches,  which  is  sent 
tree,  with  all  cash  orders 
of  ten  or  more  Ijolts. 


Dealers ! 
Carry    the    best. 
Our   price   is   RIGHT. 


For  Bank 

and  Ofifice 

drilles. 

Wickets 

and 

Metal 

I",(iuipment. 

Address 

Ornamental 

Department. 


o.  44.   Ornamental  Office  Partition 


No.  45.    Bank  or  Office  Grille 
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C.l  ScWCe 


No.  46.     Wire  Window  Guard 

Fastens  With  Screws 


No.  46.  Section  Channel  Frame  Guard 


Window  Guards 

For  Schools,  Jails,  Workhouses, 
Churches,  Stores,  Factories,  etc. 

Send  us  your  specifications  for 
net  price  on  large  orders. 

Price   List   Per   Square   Foot 

jVo.  46.    Channel  Frame 

1  inch  mesh  No.  12  wire 30c 

13^4  inch  mesh  No.  12  wire 24c 

lJ-4  inch  mesh  No.  11  wire 26c 

l}/2,  inch  mesh  No.  10  wire 28c 

1^  inch  mesh  No.  10  wire 26c 

2  inch  mesh  No.    9  wire 28c 

2      inch  mesh  No.     8  wire 30c 

2      inch  mesh  No.     7  wire 40c 

2       inch  mesh  No.     6  wire 42c 

^o.  48,     Round  Frame 

1       inch  mesh  No.  13  wire 18c 

1  inch  mesh  No.  12  wire 20c 

IJ4  inch  mesh  No.  12  wire 18c 

13^  inch  mesh  No.  11  wire 20c 

13^2  inch  mesh  No.  10  wire 22c 

1^4  inch  mesh  No.  10  wire 24c 

2  inch  mesh  No.    9  wire 26c 

2       inch  mesh  No.     8  wire 28c 

For  discount 

Address  Wire  Work  Dept. 

If  It's  Made  of  Wire 

We  Can  Make  It. 


No.  48.     Wire  Window  Guard 

Fastened  with  staples,  but  can  be  made  to  fas- 
tened with  screws  on  the  inside  of  the  guard. 


No.  48.    Section  Round  Frame  Guard 


Price  List 

No.    49 

SETTEE 

4  ft 

long,  ca.  $7.00 

.■)  ft 

long,  ea.    8.00 

()  ft 

long,  ea.    9.00 

Painted  green. 

1 

lie  most  dura- 

hie 

settee    made. 

Discount 

THE  COLUMBIA  IRON  AND  WIRE  WORKS  CO.,  CANTON,  OHIO 
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No.  50  Price  List 


Height  Set. . 
Sq.  Pickets. . 
List  Per  Ft.. 
Posts,  Each . 
Gates,  Each . 


34" 

Vi 

•SLOO 
4.75 
3.00 


40" 


46" 

.  -2  I  9-16 

SL10$L15 

5.00|  5.25 

3.25    3.50 


o2" 
9-16 
$1.25 
5.50 
4.00 


58" 

S1.50 
6.00 
4.25 


72" 

4   i     % 
$2.90S3.00 


64' 

3/i 


6.25 
5.00 


6.50 
5.50 


No.  51  Price  List 


Height 
34" 
40" 


Pickets 

Per  Ft. 

Posts 

7-16"  sq. 

$0.70 

$6.00 

7-16"  sq. 

0.85 

6.25 

Gates 

$3.00 

3.50 


2^^^X^ 


H 


■^     I     -fir.  W    C 


■ 


No.  52.     Iron'Fence 


•>-c>. 


1 


-t  /> 


i£)   Q)  <D    e 


e- 


o  a^j 


^r^ 


u 
u 

IC 

C 

C3 
(N 

09 

o 


o  o  o 

X,  Vi"  O  lO  >0 

-  '  M\       •         •         • 


o  o  o 

Vf  lO  *>!  O 


—  o  o 

lO  """  ^  ^  CO  •* 


^     CO  to  lO  O 

o,  -r  ^? '-  ° 

O  C5  -^  t^  ^ 

l#   


^     -^  iC  o  o 
■r_  —  — ;  o  i_o 

^  en  — '  t^  ci 


O  O  lO 
^  \^1  —  O  (N 

^  ""^  7"^  [-^  CO 


'"^5-" 


The  "Columbia" 
fences  are  the  best. 
All  fittings  malleable 
iron,  easily  and 
quickly  adjusted. 
Made  any  height. 
Discount  upon  ap- 
plication. 


No.  53 
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No.  54.    Vault  Gate 


No.  54 

f  1 1 1  M  ^  ^  '* ' 

j  y   .   r   .   .  Y   T 

\"ault  sate 
^uank'cl  the 

13) 

3 

> 

7 

0 

^?' 

i       i 

body  of  our 

nuirt}Tecl 

President 

"1 

:. 

• 

■ 

A 

X     .« 

' 

D 

William 

JftMiiHH 

wm 

MeKinley, 

^J  '.x|>-|JjlI'^_J_aT.'T;  \  • 

during  the 

construetion 

of  his 

niasiuihcent 

';•-.- 

'j\ 

■■: 

•  '\  \, 

mausoleum. 

1 

1 

No. 

55 

\ 

au 

It  Gate 

N.,.  56.   Single  Walk  Gate 


No.  57.    Double  Drive  Gate 


Nos.  56  and  57.     Entrance  gates  to  West  Lawn  (\'metery,  Canton.  Ohio,  wliieh  r(intain>  the  wdrld 
renowned  granite  tomb  of  \\'i!liani  McKinle\  and  wife. 


The  Columbia  Iron  and  Wire  Works  Co, 


Designers  and  Manufacturers  of  all    Kinds  of 
Builders'  Iron,  Wire,  Brass,  and  Bronze  Work 


C.\NTON,  C 
"The  City  of  Diversih. 


rii'^t      Press 
_.?iio 


/^ 


\Br 


»#* 


